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Jesse O’Neill 
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Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 074695 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8:00 -11:00 
2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 




To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


l 005 com \ o pin fan l ^ , 

potAdoa _ ('hmfOiH I Jj—li 

\ bas cjrysX l Gp<m coni: 5 

fAtiAi fa a pbucin. Ci'yifo, 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 

No. of samples tested; 


AGENCY 


M\\w\ 


PHYSICAL DESCRIPTION: 



ANALYST 




Evidertce Wt 


iML 


Gross Wt { ): O-Q'l^ 3q 

Gross Wt ( );_ 


Pfcg.Wt: 0_ 1 q 

NetWt: Q ^S^T,- 



PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate j[ 
Marquis __ 
Froehde's_ 
Mecke's 



Microcrystalline Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 


RESULTS KjYDlfl 


DATE 

2o 

XL 





GC/MS CONFIRMATORY TEST 
RESULTS 
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DRUG POWDER ANALYSIS FORM 


a 



SAMPLE 

No. of samples tested: 


AGENCY 



Id) 



ANALYST_ 

Evidence Wt 


PHYSICAL DESCRIPTION: 


Gross Wt ( ) 







Spot Tests 

Cobalt 1 

Thiocyanate ( ) ' 

- blo< 

Marquis t 

mM 

u 

Froehde's *4' 

kmlif 

Mecke’s 4 1 


MIcrocrvstaHine Tests 
Gold 

Chloride_ 

TLTAJ_ \ _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 



GC/MS CONFIRMATORY TEST 

RESULTS jl 

n 

5i/j 

l 





Revised 7/2005 
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SAMPLE #| 

No. of samples tested: 


AGENCY 


ANALYST 



PRELIMINARY TESTS 


Soot Tests 



PRELIMINARY TEST RESULTS 
RESULTS U-JZYDI /) 
DATE M IP I ) 


u 

&0)\ V 

) 

L 

L 

IP 1 

iz~ 


\ 

\ * 



OTHER TESTS 


GC/MS CONFIRMATORY TEST 
RESULTS ViJiW 


MS 

OPERATOR 


DATE 



Revised 7/2005 

Folk OIG PRR 074700 

















Area Percent /Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\SYSTEM7\04_23_12\825404.D 

KAC 

23 Apr 2012 15:47 

BLANK 


DRUGS.M 
RTS 


Abundance TIC: 8254G4.D\data.ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS * * * 


825404.D Mon Apr 23 15:59:06 2012 


Page 1 


Folk OIG PRR 074701 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\SYSTEM7\ 04_2 3__12 \ 8254 05 . D 
KAC 

23 Apr 2012 16:03 

HEROIN STD 

5 

DRUGS . M 
RTE 

/ 

-. 

L'' 


Abundance 

800000 


TIC: $254Q5,0\data.ms 
6*80 


600000j 


400000 

200000 

0 \ \ I I I } I I ' l l I I j - T " T " J-- T - I !■ t j f i I , f~ r -j — r’T'T \ fTTT < \ i I I I i I I -j— i — ■ r -i — i —r 

Tfme~> 2.00 3.00 4.00 5 .0 0 6.00 7,00 .8.00 jtOO 10,00.12.00.. 

Ret. Time Area Area % Ratio % 

6.280 1323638 100.00 100.00 


825405.D Mon Apr 23 16:14:53 2012 Page 1 


Folk OIG PRR 074702 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_23_12\825405.D 

KAC 

23 Apr 2012 16:03 

HEROIN STD 


DRUGS*M 
RTE 


Search Libraries: C:\Database\SLI*L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2 * L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


1 6.28 C:\Database\SLI.L 

HEROIN 



CAS# Qual 


000561-27-3 99 * 



43 


80 

60 

40 

20 


268 


327 


215 


81 


59 


11:1. 11 j \ <iL 




40 


^60 


84 


115 




146 


28 

ikjiik 


162, 


174 


197 


2^240253 


310 


284 

j 295 


369 


1 341 


yY w - | - 1 i f > j T'Y TV ' j'YT ' f 7 Y‘ p"T‘rt“rT -i Ji rprt*f- 1 f ' jt J r T T-]-Y-r-|-T Y ' r 't‘ T i f ^ r rj-i 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


825405 .D 


Mon Apr 23 16:14:53 2012 


Page 2 


Folk OIG PRR 074703 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\04_23_12\825410.D 

Operator : KAC 

Date Acquired : 23 Apr 2012 17:22 

Sample Name r BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 



Time-> 2.00 3.00 4.00 5.00 6.0.0 7-00. 8.00 9,00 _ 10,00 11.,00 12,00 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*"** 


825410.D Mon Apr 23 17:33:24 2012 Page 1 


Folk OIG PRR 074704 





Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

C:\MSD CHEM\1\SYSTEM7\04_2 3_12\8 2 5 411,D 
KAC 

23 Apr 2012 17:37 



X 


X 


TX' 


Abundance TIC: 825411.D\da£a.ms 



Ret. Time 


Area Area % Ratio % 


2,657 
2 . 954 
6.279 


1520851 

297046 

1535107 


45.36 
8.86 
45.78 


99.07 
19.35 
100.00 


825411.D Mon Apr 23 17:49:04 2012 Page 1 


Folk OIG PRR 074705 





Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\MSDCHEM\l\SYSTEM7\04_23_12\825411.D 

Operator : KAC 

Date Acquired : 2^Ap^2012 17:37 

Sample Name : BKHHHHHH 

Submitted, by : KAC 

Vial Number : 11 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Librari 

es: C:\Database\SLI.L 

C r\Database\NIST05a.L 

C;\Database\PMW_TOX2.L 

Minimum Quality; 80 
Minimum Quality: 80 

PK» 

RT 

Library/ID 

CAS# Qual 

1 

2.66 

C:\Database\NIST05a.L 

Acetamide,- N-(4-hydroxyphenyl)- 
Acetamide, N-(4 -hydroxyphenyl)- 
Acetamide, N-(4-hydroxyphenyl)- 

000103-90-2 97 
000103-90-2 95 
000103-90-2 94 


Average of 2,605 to 2795 min,; 825411,D\data,ms (-) 

1|9 


60 ! 



m/z~> 40 50 60 70 60 90 100 110 120 130 140 150 160 170 180 190 200 


825411,D Mon Apr 23 17:49:04 2012 Page 2 


Folk OIG PRR 074706 


Abundance 

80 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\SYSTEM7\04 23 

12\825411.D 

Operator 

KAC 


Date Acquired 

23 Apr 2012 17:37 


Sample Name 



Submitted by 

KAC 


Vial Number 

11 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLl.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality; 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 

2 2,95 C 

: \Database\PMW__T0X2 . L 
Valproic acid 

000099-66-1 9 


Aminoethanol 

000141-43-5 3 


Myristic acid 

000544-63-8 2 


Abundance 


103 


r pTn | p rny* i ) H”r i |- r T r r i '| i * m pV-mr-p-t n — prrr-r~|~n—n— ^~n—i rp~m-p i i i 

m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200. 


Abundance 


m fz--> 



Average of 2.811 lo 2.986 min.: 825411 ,D\dafa.ms (-) 


119 126 14<t 152159 


193 207 




#1019: Valproic acid 


P575 


1 "CM , »'TTTTT-I' , | 

50 60 70 


115 


P ' T'' 1 ’ ! ' < > < » I ^ T * riT l * T T T T T ' |’T Ti 1 ) 1 ' T> ' | I I I 1} I H I f I I I 1} H iT p TTTf 

90 100 110 120 130 140 150 160 170 180 190 200 


825411 .D 


Mon Apr 23 17:49:05 2012 


Page 3 


Folk OIG PRR 074707 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\p4_23JL2\825411.D 

Operator : KAC 

Date Acquired : 23 Apr 201 2 17:37 

Sample Name : 

Submitted by : KAC 
Vial Number : 11 

AcquisitionMeth: DRUGS *M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 





HEROIN 000561-27-3 99 


Abundance Average of 6.232 to 6.460 mtm 825411.D\data,ms (-) 

f 4* 



m iz~> 40 60 60 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


825411.D Mon Apr 23 17:49:05 2012 Page 4 


Folk OIG PRR 074708 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_23_12\825412.D 

KAC 

23 Apr 2012 17:53 

BLANK 
KAC 
1 

DRUGS.M 
RTS 



. Ret, Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


825412.D Mon Apr 23 18:04:41 2012 


Page 1 


Folk OIG PRR 074709 




Area Percent / Library Search Report 


Information from Data File: 



Ret. Time 


Area Area % Ratio % 


2.652 
3.018 
6.274 


1016067 

856827 

946567 


36.04 

30.39 

33.57 


100.00 
84.33 
93.16 


825413.D Mon Apr 23 18:20:28 2012 Page 1 


Folk_OIG_PRR_074710 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\04_23_12\82S413.D 

Operator : KAC 

Date Acquired : 23 Apr 2012 18:09 

Sample Name : 

Submitted by : KAC 
Vial Number : 13 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search Libraries; C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NISTOSa.L Minimum Quality: 80 

C:\Database\pMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 2.65 C:\Database\NIST05a.L 

Acetamide, N-(4-hydroxyphenyl)- 000103-90-2 97- 
Acetamide, N-(4-hydroxyphenyl}- 000103-90-2 95 
Acetamide, N-(4-hydroxyphenyl)- 000103-90-2 94 


Abundance Average of 2.615 to 2,769 min.: 825413.D\data.m$ (-) 



m/z~> 35 40 45 50 .55 60._65 70.75 _8Q__85.90 .95.100 105110 115 120 125 130135 140 14515.0155 



825413.D Mon Apr 23 18:20:29 2012 Page 2 


Folk OIG PRR 074711 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\SYSTEM7\04 23 

12\825413.D 

Operator 

KAC 


Date Acquired 

23 Apr 2012 18:09 


Sample Name 

■■■■■ 


Submitted by 

KAC 


Vial Number 

13 


AcguisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a .h 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


2 3.02 C:\Database\PMWJTOX2.L 

Valproic acid 
Aminoethanol 
Myristic acid 


000093-66-1 7 
000141-43-5 3 
000544- 63 -8 2 


Abundance 


Average of 2.806 to 3.076 min.: 825413.D\data.ms (-) 

ft 


80 

60 

40 j 


20 


43 


O^T 


m/z~> 


60 


50 


60 


103 




115122 


90 


100 


VfQ 1 


hp 

120 


133 


nrp 

130 


144 152159 


140 


TTyrr 

150 


p 

160 


193 207 


170 


~ r T TT 

180 


190 


rp 

200 


Abundance 


80 


60 

40 

20 


ft 


#1019: Valproic add 


P575 


57 


m /z«> 


T-p 




102 


87 


115 


40 50 60 70 80 


■ - ,-1 - - - * t 1 ' 'vrpTTTJTT T “J ll.HjUH f '7"T'T' J |nH|UI 1-pTTTJTT 

90 100 110 120 130 140 150 160 170 180 190 200 


825413,D f4on Apr 23 18:20:29 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\0 4 J2 3_12\8 2 5413.D 
KAC 

23 Apr 2012 18:09 



Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C: \Database\PMW_TOX2 . L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


3 6.27 C:\Database\SLI.L 

HEROIN 





CAS# Qual 


000561-27-3 99 


Abundance 


Average of 6.232 to 6.417 min.; 825413.D\data.ms (-) 



Abundance #1: HEROIN 



825413.D Mon Apr 23 18:20:30 2012 Page 4 


Folk OIG PRR 074713 







Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

C* \MSDCHEM\ 1 \3YSTEM7\04_23__12\ 825414 . D 
KAC 

23 Apr 2012 18:24 

BLANK 
KAC 
1 


DRUGS.M 
RTE 








Abundance TIC: 825414,D\dala.ms 



Ret * Time 


Area Area % Ratio %■ 


***N0 INTEGRATED PEAKS*** 


825414,D Mon Apr 23 18:36:06 2012 


Page 1 


Folk OIG PRR 074714 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\sYSTEM7\ 04_23_12\82S41S.D 

Operator : KAC 

Date Acquired : 23 Apr 201 2 18;40 

Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 




Time~> 2.00 

‘ 1 ' 1 1 1 
3.00 

1 1 1 | ' 1 1 I 1 ’ i “ 1 1 
4.00 5.00 6.00 

T,t M 1 1 
7.00 

' f 1 f f ' 1 1 1 1 1 1 1 ! ! 11 ' 1 i 1 1 * 1 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

6.280 


2047833 

100.00 

100„00 


825415*D Mon Apr 23 18:51:50 2012 


Page 1 


Folk OIG PRR 074715 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C; \MSDCHEM\1 \ SYSTEM7\ 04_2 3_12\825415 . D 
KAC 

23 Apr 2012 18:40 


KAC 
15 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a,L 
C : \Database \PMWJTOX2 , L 


Minimum Quality: 80 
Minimum Quality: 80 


p m 


RT 


Library/ID 


CAS# 


Qual 


6,28 C:\Database\SLI.L t/ 
HEROIN 


000561-27-3 99 


Abundance 

801 

60 

40 

20 


43 


81 


59 

iijj ,i. 


Average of 6.232 to 6.470 min.: 8254l5.D\data.ms (-) 


94 116 


-A, 


146 


204 


28 

w 


162 




181 


m /z-> 40 


268 


238 263 

. iAj. 


327 


310 


284 
[ 297 


369 


340352 


<f ' ri Y'ETPlf) i 1 TT ( J Tl' , rT']"TT il 7"l'"j"rT‘T'T"j.""{ T TT'j'TT I T'j" I IT f| iTf I |"f f j r J I 1 i i } ■ i . » j < ■ * ■ | 

60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance 


80 

60 

40 

20 


4]3 


#1 HEROiN 


0V 


268 


327 


215 


81 


53 j 

JA ■ 


34 


115 146 182_. 

If [ j, 14 , 197 

't ,d,h. L JAk.jlt\ , dk 


228 


253 


(T)fz~> 40 60 80 100 120 14Q 160 180* 200 ' 220^240 250 260' 'oOo'oiQZAO ^360 




310 


284 


298 


369 


341 


825415.D 


Mon Apr 23 18:51:51 2012 


Page 2 
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Area Percent / Library Search Report 



Time-> 2.00 3.00 A .00 5.00 6.00 7J)0_ 8.00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio 


***N0 INTEGRATED PEAKS*** 


825421.D 


Mon Apr 23 20;25:52 2012 


Page 1 


Folk OIG PRR 074717 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
Acqui s i t ionise th; 
Integrator : 


Data File: 

C: \MSDCHEM\ 1 \SYSTEM7\ 04__23_12 \825422 . D 
KAC 

23 Apr 2012 20:30 

HEROIN STD 


5 

DRUGS,M 
RTE 



Abundance 


TIC: 825422.D\data.ms 
6.^80 


800000 

600000 

400000 

200000 

QLj-T 

. 2.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.280 

1347118 

100,00 

100.00 


.31)0_4,00 5,00 .6,00 7,00 8.00_9,00 10^0 1100 „12,00_... 


825422, D Mon Apr 23 20:41:32 2012 Page 1 


Folk OIG PRR 074718 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\04_23_12\825422.D 

KAC 

23 Apr 2012 20:30 

HEROIN STD 


DRUGS.M 
RTE 


Search Libraries; 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 


PK# 


RT 


Library/ID 




6,28 C:\Database\SLI.L 
HEROIN 


/ 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


000561-27-3 99 



Abundance #1: HEROIN 



825422„D Mon Apr 23 20:41:32 2012 


Page 2 


Folk OIG PRR 074719 












